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MEMORANDUM FOR THE RECORD: 

SUBJECT: ' Forthcoming Inspections of COMMQ t'ield Installations 

i as suTfiaatfidJ and the V7riter 
c?llod*on Mr . with him 
the inspections of COM!) installations which we propose to make an 
the Middle East area. The composition and purpose ox the t earn was 
explained to Mr. whereupon he questioned closely the points 

to bo visited and the locations of the installations that, we would 
inspect. 

2. Upon learning that the facilities were all underP 
attention to the .iurisdictional responsibility o 


25X1 A9a 


25X1 C4a 

25X1 C4a 
1C4a 


3, In response to his question concerning^he amount of te clini- 
cal equipment to be taken, in t y the team, ■■■| was told tuau t.._&2 
could only be determined after we learned what^T^ny, equipment 
was available in the field. 25X1 C4a 
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